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SAPC~22846 


Copy "2. of 3 
27 December 1957 


Dear Deans 

Reference is mde to your CHOC Doc. No. 151%5.837 dated 
19 November 1957 regarding the 3-Channel Data Reduction spares 
program, This ie to inform you that Requirement No, 2 should 
not be drawing spares from Requirement No. 1. 

Accordingly, we are asking you to submit a proposal 
covering apares requirements for Requirement No. 2, 


Sincerely, | 
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